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Message Text 


TAGS: OTRA, OCON, TBIO, GW, IT, AU 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL MEETING 


1 . FDA ADVISES THAT MICHAEL F. BARILE, PH.D., DIRECTOR, 
MYCOPLASMA BRANCH, DIVISION OF BACTERIAL PRODUCTS, BUREAU 
OF BIOLOGICS UILL BE IN EUROPE AUGUST 22-SEPTEMOER 22, 1978. 

2. DR. BARILE WILL BE ATTENDING THE FOLLOWING MEETINGS 
AUGUST 22-SEPTEMBER 9 IN FREIBURG, AND MUNICH, GERMANY: 

(A) WHO/FAO EXPERT BOARD ON MY-OPLASMOLOGY (B) INTERNATIONAL 
CONGRESS OF BACTERIOLOGY (C) INTERNATIONAL SUBCOMMITTEE OF 
TAXONOMY OF MYCOPLASMA. DR. BARILE WILL BE ON ANNUAL 
LEAVE IN FLORENCE, ITALY AND VIENNA, AUSTRIA SEPTEMBER 10- 
22, 1978. 
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3. ASSISTANCE OF EMBASSIES WILL NOT BE REQUIRED. VANCE 
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